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RESUI1E 


Nous  decrivons  une  technique  experimentale  permettant  de  deter¬ 
miner  le  seuil  d ' endonunagement  des  surfaces  optiques  de  verre  et  de 
plastique  irradiees  par  un  laser  CO2  TEA  impulsionnel .  Les  densites 

d'energie  correspondant  5  une  probabilite  d ' endonunagement  de  50%,  telles 

2 

qu'estimees  par  une  analyse  probit,  sont  de  4.0  J/cm  pour  la  silice 

2  2 
fondue,  de  2.1  J/cm  pour  le  verre  sodocalcique ,  de  2.3  J/cm  pour  le 

2 

thermoplastique,  de  2.3  J/cm  pour  le  plastique  acrylique  et  de 

2  V 

1.7  J/cm  pour  le  polystyrene.  Nous  presentons  une  interpretation  des 
distributions  statistiques  observees  en  fonction  de  divers  mecanismes 
d 'endoTiimagement .  Enfin,  plusieurs  ameliorations  susceptibles  d'accroi- 
tre  la  precision  des  resultats  obtenus  sont  suggerges.  (NC) 


ABSTRACT 

^  An  experimental  technique  is  described  for  determining  the 

damage  thresholds  of  glass  and  plastic  optical  material  surfaces, 

opaque  to  laser  radiations,  when  irradiated  with  a  pulsed  TEA-Cd2 

laser.  Use  of  a  probit  analysis  to  estimate  the  irradiance  required 

for  a  50%  probability  of  damage  gives  threshold  levels  of  4.0  J/cm^  / ’  S 

for  fused  silica,  2.1  J/cm  for  soda-lime  glass,  2.3  J/cm  for 

2  2 

polycarbonate,  2.3  J/cm  for  acrylic  and  1.7  J/cm  for  polystyrene 
plastics.  The  significance  of  the  statistical  distributions  observed 
in  attributing  various  mechanisms  to  the  damage  is  discussed.  Finally, 
some  improvements  are  suggested  to  make  the  measurements  more  accurate /(U) 
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1 .0  INTRODUCTION 

A  number  of  workers  have  shown  that  damage  to  transparent  optical 
materials  from  laser  radiation  is  a  statistical  phenomenon.  Bass  and 
Barret  (Ref.  1)  first  demonstrated  the  statistical  nature  of  the  damage 
due  to  an  intrinsic  electron  avalanche  breakdown,  while  others  (Refs. 
2-5)  showed  that  damage  due  to  absorbing  inclusions  and  structural 
defects  in  the  material  were  also  statistical.  In  these  cases,  the 
concept  of  a  damage  threshold  could  only  be  defined  statistically  since 
irradiating  apparently  identical  sites  with  identical  laser  pulses 
produced  damage  for  some  of  the  trials  only. 

On  the  other  hand,  homogeneous  absorption  by  the  irradiated 
material  is  non  statistical,  and  materials  damaged  by  this  phenomenon 
should  show  a  definite  threshold.  Under  this  assumption,  the  absence 
or  presence  of  statistics  could  be  an  indication  of  the  damaging  mech¬ 
anism.  Caution  is  required,  however,  since  there  are  many  sources  of 
statistical  fluctuations  associated  to  damage  threshold  experiments. 

For  example,  lasers'  inherent  pulse-to-pulse  variation  in  energy  may 
mask  the  statistics  of  the  damage  phenomenon;  the  surface  conditions 
of  the  samples  may  influence  the  amount  of  energy  absorbed;  the  actual 
failure  mechanism,  triggered  by  the  absorbed  radiation,  may  be  statisti¬ 
cal  even  if  the  absorption  is  not. 

In  this  work,  we  present  some  typical  results  of  damage  experi¬ 
ments  on  various  glasses  and  plastics,  opaque  to  the  laser  radiation. 
Damage  is  defined  on  the  basis  of  changes  which  occur  in  the  physical 
appearance  of  the  surface  of  the  materials.  Since  the  absorption  is 
homogeneous  in  the  materials  chosen,  the  damage  is  presumed  to  be  non- 
statistical . 
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To  measure  distributions  in  the  damage  thresholds,  we  adapted 
the  experimental  technique  used  by  Hacker  and  Halverson  (Ref.  6)  for 
determining  the  breakdown  threshold  of  gases.  The  influence  of  laser 
energy  fluctuations  is  largely  eliminated  by  recording  the  energy  of 
each  pulse  along  with  an  indication  of  whether  or  not  damage  occurred. 
Any  remaining  statistics  that  can  be  attributed  to  the  damage  phenom¬ 
enon  may  be  used  to  characterize  its  process. 

Section  2  describes  the  experimental  setup  and  the  procedure  for 
acquiring  the  data.  An  outline  of  the  statistical  analysis  which  allows 
to  estimate  the  damage  threshold  and  the  parameters  of  the  probability 
density  function  appears  in  Section  3.  The  results  and  a  discussion  of 
their  significance  follow  in  Section  4. 

This  work  was  performed  at  DREV,  between  January  1977  and  May 
1980,  as  partial  fulfilment  of  tasking  for  DLAEEM  under  PCN  33B39, 

Laser  Induced  Damage  to  Optical  Surfaces. 

2.0  EXPERIMENTAL 
2 . 1  Damage  Testing  Facility 

Figure  1  schematically  illustrates  the  physical  setup  used  for 
the  damage  tests.  Damage  was  induced  by  a  Laflamme  iNq^e  (Ref.  7) 

TEA-CO.,  laser  (Ref.  8)  modified  for  variable  pulse  length  operation 
(Ref.  9).  The  pulse  length  of  this  laser  can  be  varied  from  0.1  us 
to  100  us  (width  at  10%  maximum  height)  by  changing  the  reflectivity 
of  the  output  coupler  and  the  composition  of  the  gas  mixture.  Figure  2 
shows  the  typical  waveform  of  the  34 -us  pulses  used  in  these  e.xperi - 
ments.  The  available  pulse  energy  ranges  from  5  to  50  J,  depending  on 
the  pulse  length  and  the  discharge  voltage.  The  laser  operation  is 
multimode  on  the  P20  line,  at  10.6  urn,  with  a  beam  approximately  50  mm 
by  50  mm  at  the  output. 
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FIGURE  1  -  Physical  setup  for  laser  damage  threshold  experiments.  The 
pressure  of  propylene  in  the  gas  cell  attenuator  controls 
the  beam  energy.  The  two  reflected  beams  from  the  NaCl,  5°- 
wedge  beamsplitter  are  monitored  by  the  pyroelectric  Joule- 
meter  for  a  measure  of  the  beam  energy,  and  by  the  photon 
drag  detector  for  the  time  evolution  of  the  laser  pulse.  The 
spherical  mirror  and  the  optical  integrator  produce  a ~ 12  mm 
square  spot  on  the  target  plane.  Long-focal -length  mirrors 
were  used  to  avoid  the  possibility  of  air  breakdowns  in  the 
focal  regions.  Except  at  the  flat  turning  mirror,  all  angles 
between  incident  and  reflected  beams  were  kept  less  than  10° 
to  reduce  polarization  effects  at  the  surface  of  dielectrics, 
and  aberrations  from  the  spherical  mirrors. 


» 


FIGURE  2 
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-  Time  evolution  of  the  laser  pulse  recorded  from  a  photon  drag 
detector  with  a  150-MHz -bandwidth  oscilloscope  terminated 
with  50  Pulse  width  of  34  ws  is  measured  as  the  width  at 
10%  of  the  maximum. 
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A  series  of  plane  and  spherical  mirrors  (Fig.  1)  folded  and 
focussed  the  beam  to  a  spot  approximately  12-mm  square  at  the  target 
plane.  A  homogenizing  reflector,  consisting  of  32  small  flat  mirrors 
mounted  on  a  spherical  surface,  was  also  incorporated  to  obtain  a 
uniformly  distributed  beam  profile.  This  arrangement  avoided  air 
breakdown,  and  allowed  the  use  of  small  off-axis  angles  to  reduce 
the  effects  of  spherical  aberrations.  It  also  provided  for  spatial 
filtering  if  a  more  uniform  beam  profile  were  needed  for  greater  pre¬ 
cision  in  future  experiments.  The  current  profile  at  the  target  plane 
is  flat  to  within  10%.  Provision  was  made  for  a  second  NaCl,  5° -wedge 
beam  splitter  to  be  inserted  between  the  final  focussing  mirror  and 
the  target  plane  to  provide  two  additional  sample  beams,  one  for 
monitoring  the  laser  wavelength  by  means  of  a  CO2  laser  spectrum  ana¬ 
lyzer,  the  other  for  future  continuous  monitoring  of  the  laser  beam 
profile  at  the  target  plane  with  a  pyroelectric  vidicon  camera. 

A  mechanism  (Fig.  3)  held  the  target  and  repositioned  it  between 
the  shots  to  expose  a  fresh  site  to  the  laser  beam.  This  mechanism 
allowed  the  laser  beam  to  scan  the  target  in  raster  fashion  to  cover 
rectangular  samples  from  5  cm  to  30  cm  on  a  side. 

2 . 2  Procedure 


The  technique  used  was  a  multiple-shot,  1-on-l  experiment  in 
which  each  site  of  the  sample  was  irradiated  once  by  a  pulse  from  the 
CO2  laser.  This  avoided  cumulative  effects,  such  as  laser  polishing 
or  conditioning  of  the  sample  (Ref. 10),  and  ensured  that  the  effect  of 
each  shot  was  independent.  To  obtain  as  many  damaging  shots  as 
undamaging  ones,  we  controlled  the  laser  energy  from  shot -to -shot 
with  a  gas  cell  attenuator.  We  attempted  to  collect  sufficient  data 
at  each  energy  level  to  ensure  at  least  one  surviving  or  one  damaged 
site . 
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nURI:  3  -  Mechanical  scanner  used  to  transport  a  fresh  sample  site 
into  position  between  laser  shots.  A  5  to  30  cm  square 
sample  may  be  accommodated;  it  moves  horizontally  between 
adjustable  limits  then  shifts  20  mm  vertically  to  start  a 
new  horizontal  scan.  Scan  speed  may  be  set  over  a  wide 
range  but,  in  this  experiment  it  was  adjusted  to  space  sample 
sites  ~20  mm  apart  between  laser  shots. 
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The  joulemeter  produces  a  peak  voltage  pulse  proportional  to 
the  laser  beam  energy  it  monitors.  The  corresponding  energy  actually 
falling  on  the  target  plane  can  be  calculated  if  the  ratio  between  the 
joulemeter  voltage  and  the  target  energy  is  known.  This  ratio  was 
obtained  by  direct  measurement,  and  frequently  verified  so  as  to  detect 
any  variation  caused  by  inadvertent  changes  in  the  alignment  or  the 
optical  properties  of  the  components. 

To  increase  precision,  we  offset  the  joulemeter  voltage  by  a 
known  constant  before  reading  its  peak  with  a  digitizer  and  storing 
it  in  one  of  two  256-channel  memories.  Short  duration  noise,  which 
appears  on  the  joulemeter  cable  at  the  time  of  the  laser  firing, 
prevents  the  use  of  the  peak  reading  mode  of  the  digitizer.  However, 
since  the  joulemeter  voltage  rises  slowly,  over  several  milliseconds, 
and  reaches  its  maximum  after  the  noise  has  subsided,  the  reading 
could  be  taken  by  triggering  the  digitizer  with  a  pulse  delayed  to 
coincide  with  the  peak. 

Damage  was  detected  visually  since  all  the  sample  materials  were 
transparent  in  the  visible  region  of  the  spectrum.  The  polystyrene, 
polycarbonate  and  silica  surfaces  were  damaged  by  melting.  Damage  in 
these  materials  was  detected  by  projecting  images  of  their  surfaces  on 
a  screen,  with  a  white  light,  to  observe  their  patterns.  It  appeared 
as  white  spots  in  the  acrylic  plastic  (PMMA) ,  and  as  fine  cracks,  which 
occurred  within  5-10  s  of  irradiation,  in  the  glass.  In  these  two 
materials,  damage  was  detected  by  illuminating  the  samples  with  a 
collimated  beam  of  white  light  from  an  arc  lamp  and  by  viewing  the 
laser  irradiated  area  with  a  standard  TV  monitor. 


»  , 
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A  555  timer,  connected  as  a  bistable  multivibrator,  registered 
whether  a  site  was  damaged  or  not.  When  damage  occurred,  the  multi¬ 
vibrator  output  was  manually  set  high,  otherwise,  it  was  left  low. 

The  pulse  that  triggered  the  digitizer  for  the  joulemeter  also  trig¬ 
gered  a  second  digitizer  which  recorded  the  state  of  the  multivibrator 
in  the  second  256-channel  memory  and  reset  it  low.  This  allowed 

several  seconds,  after  the  laser  shot,  for  the  damage  decision  to  be 

t  h 

made.  We  must  be  aware  that,  although  the  energy  of  the  n  laser 

th 

shot  was  recorded  in  the  n  channel  of  the  first  memory,  the  damage 

th 

decision  was  recorded  later  in  t,  the  n+1  channel  of  the  second 
memory.  This  can  easily  be  integrated  to  the  computer  program  to 
perform  the  analysis. 

Via  a  CRT  terminal,  the  data  computed  from  the  numerous  shots 
was  transferred  from  the  memories  to  DREV's  main  computer  through  a 
custom-built  interface.  Within  a  few  seconds,  preliminary  results  of 
the  statistical  analysis  were  displayed  on  the  CRT  terminal's  screen 
(Figs.  4-8)  so  that  one  could  rapidly  determine  if  the  data  was 
adequate . 

The  samples  were  tested  as  received  from  the  distributors.  No 

special  treatments  were  applied  to  the  surfaces  beforehand  other  than 

the  removal  of  any  obvious  dirt  and  dust  with  compressed  air.  The 

soda-lime  glass  was  ordinary  window  glass  from  the  carpentry  shop. 

R* 

The  polycarbonate  plastic  sheet  was  Lexan  9030,  the  acrylic  plastic 
TM** 

was  Plexiglas  ,  and  the  polystyrene  was  a  "K-LUX"  Safe-t-vue  clear 
sheet.  The  silica  was  a  Corning  7940  fused-silica  plate  with  a 
commercial  polish. 

*  Trademark  of  the  General  Electric  Company,  Pittsfield,  Mass.  01201 
TM 

**  Trademark  of  the  Rohm  and  Hass  Co.,  Philadelphia  Pa.  19105 
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SiQnal  CVolls)  Slanol  CVolls> 


FIGURE  4  -  Experimental  results  for  the  measurement  of  the  damage 

threshold  of  fused  silica  irradiated  by  a  34-us-long  TEA-CO, 
laser  pulse  at  10.6  urn.  The  upper  left  graph  is  a  histogram 
of  all  laser  shots  as  a  function  of  laser  energy  (represented 
by  the  signal  voltage  from  the  energy  meter).  The  lower  left 
graph  is  a  histogram  of  those  shots  which  damaged  the  sur¬ 
face.  (In  fused  silica,  the  damage  was  characterized  by  the 
onset  of  surface  melting).  The  upper  right  graph  shows  the 
probability  of  causing  damage  as  a  function  of  laser  energy. 
The  crosses  represent  the  relative  frequencies  of  damage 
obtained  by  dividing  the  histogram  of  damaging  shots  by  that 
of  the  total  number  of  laser  shots.  The  curve  is  the  max¬ 
imum  likelihood  estimate  of  the  probability  where  a  normal 
probability  density  distribution  was  assumed.  The  lower 
right  hand  graph  is  a  probit  plot  of  the  same  data.  The 
probit  is  a  coordinate  transformation  which  linearizes  the 
probability  curve.  The  dashed  lines  represent  9.3%  confidence 
limits  based  on  Student's  t  distribution.  The  damage  thresh¬ 
old  corresponding  to  the  50%  probability  of  damage  occurs  at 

-> 

0.120  i  0.002  V,  which  represents  an  irradiance  of  4.0  .I/cm“. 


Damoged  sites  Laser  shots 
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FIGURE  5  -  Experimental  results  for  the  measurement  of  the  damage 

threshold  in  soda- lime  glass.  An  explanation  of  the  graphs 
appears  in  the  caption  of  Fig.  4.  In  soda- lime  glass,  damage 
is  characterized  by  surface  cracking.  The  threshold  for  a 
50%  probability  of  damage  is  0.242  ±  0.003  V,  corresponding 
to  an  irradiance  level  of  2.1  J/cm". 
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N  3  POLYCARBONATE  PLASTIC  UED  16  APR  1980 


,065  ,070  .075  ,080 

S  i  gno  I  C  Vo  I  ts!) 


FIGURE  6  -  Experimental  results  for  the  measurement  of  the  damage 

threshold  in  polycarbonate  plastic.  An  explanation  of  the 

graphs  appears  in  the  caption  of  Fig.  4.  In  polycarbonate, 

damage  is  characterized  by  surface  melting.  The  threshold 

for  a  50%  probability  of  damage  is  0.075  ±  0.001  V,  corre- 

2 

spending  to  an  irradiance  level  of  2.3  J/cm  . 


DapnaQ®^  sites  Laser  shots 
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3.0  STATISTICAL  ANALYSIS  OF  DAMACF.  MEASUREMENTS 


3.1  Sources  of  Statistics  in  Threshold  Measurements 


The  five  materials  chosen  for  this  series  of  experiments  are 
strong  absorbers  of  the  10.6-ym  radiation  from  CO.,  lasers.  Assuming 
that  the  absorption  is  homogeneous,  one  at  first  expects  the  damage 
due  to  the  absorbed  energy  to  be  deterministic,  i.e.  free  from  statis¬ 
tics.  A  few  measurements  quickly  showed  that  this  is  not  strictly 
true  as  two,  apparently  similar,  laser  shots  produced  different 
results.  The  statistical  nature  of  these  results  could  arise  from 
several  causes  such  as  fluctuations  in  the  laser  output,  lack  of 
material  homogeneity,  presence  of  localized  dirt  or  polishing  compounds, 
variations  in  the  positioning  of  the  sample,  fluctuations  of  the  laser 
beam  profile,  or  the  intrinsic  way  in  which  damage  manifests  itself 
after  the  laser  energy  is  absorbed. 

This  experiment  was  designed  to  eliminate  the  effects  of  the 
variations  in  the  laser  output  by  accurately  measuring  the  energy  of 
each  pulse.  Lack  of  material  homogeneity  seems  unlikely  in  our 
experiments  since  the  sites  were  all  on  the  same  sample,  and  any  small 
variations  in  the  absorption  are  negligible  compared  to  the  90%  to 
96%  absorption  (Ref.  12)  for  these  materials.  Although  the  samples 
were  tested  as  received,  their  appearance  ruled  out  any  gross  contami¬ 
nation  by  foreign  substances.  In  any  case,  the  absorption  is  not 
expected  to  be  greatly  affected  by  small  amounts  of  imperceptible 
dirt.  Variations  in  the  positioning  of  the  sample  were  reduced  by 
ensuring  that  the  scanning  motion  was  parallel  to  the  surface  of  the 
sample.  A  poor  alignment  of  the  scanner  would  have  caused  the  damaged 
sites  to  collect  in  the  same  portion  of  the  sample.  Temporal  variations 
in  the  laser  pulses  were  not  expected  to  affect  results  since  those 
pulses  were  all  nominally  the  same  length,  and  any  small  variations 


UNCLASS  IF  I  [;D 
15 


occurred  over  time  periods  much  shorter  than  the  diffusion  time 
necessary  for  the  irradiated  areas  to  cool  down.  However,  fluctuations 
in  the  beam  profile  and  in  the  way  damage  occurs  in  glass  do  affect 
the  results,  as  discussed  in  Section  4.  Once  all  statistics  due  to 
extrinsic  causes  have  been  accounted  for,  those  that  remain  must  be 
attributed  to  intrinsic  ones  and  they  must  be  checked  against  their 
expected  distribution. 

3 . 2  Probit  Analysis 


The  underlying  assumption  is  that  the  probability  for  damage 
increases  with  the  density  of  energy  falling  on  the  surface  of  the 
material.  Furthermore,  we  assume  that  the  threshold  levels  are 
..ormally  distributed,  with  a  variance  related  to  the  damage  mechanism. 
If  the  energy  density,  or  irradiation,  is  denoted  by  E,  the  probability 
distribution  of  damaged  sites  may  be  expressed  by 

dP  =  (2770^)'^''^  exp  [-(E-u)^/20^]dE  [1] 

where  dP  is  the  probability  of  damage  occuring  over  the  energy  density 

2 

range  dE,  y  is  the  mean  of  the  distribution,  and  a  is  the  variance. 

The  analysis  used  to  estimate  the  parameters  u  and  of  eq.  1 
is  based  upon  the  probit  transformation  of  the  experimental  results 
(Ref.  13) .  The  probit  is  the  random  variable  which  corresponds  to  the 
probability  in  a  normal  distribution,  with  mean  5  and  variance  1. 
Symbolically,  the  probit,  Y,  of  the  probability,  P,  is  defined  by 
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P  =  (2tt) 


-1/2 


exp  [-U  /2]  du 


[2] 


Integration  of  eq.  1  gives  the  expected  proportion  of  samples  damaged 
up  to  an  energy  density  as  ‘ 


P  = 


(2.a2)-l/2 


exp  [-(E-y)^/2o^]  dE 


[3] 


Comparison  of  [2]  and  [3]  shows  that  the  probit  of  the  expected 
damaged  proportion  is  related  to  the  energy  density  by  the  linear 
equation 


Y  =  5  +  (E^  -  u)/a  [4] 

Traditionally,  the  probit  method  is  to  fit  a  best  straight  line 
to  eq.  4,  by  adjusting  y  and  o  to  obtain  the  maximum  likelihood 
estimate  for  the  experiment.  That  is,  the  two  adjustable  parameters 
of  the  distribution  function  are  varied  to  obtain  the  probability  dis¬ 
tribution  which  corresponds  to  the  results  observed  to  be  the  most 
likely  outcome  of  the  experiment.  In  the  past,  the  probit  transfor¬ 
mation  was  used  to  linearize  the  probability  distribution  and  thus 
to  facilitate  this  fitting.  Although  modem  computers  makes  this  no 
longer  strictly  necessary,  expressing  the  results  in  terms  of  the 
probit  is  useful  for  comparison  and  interpretation.  Our  fitting 
procedure,  which  closely  follows  the  method  developed  in  Appendix  II 
of  Ref.  13,  is  performed  in  APL,  as  described  in  Appendix  A.  Once 
the  maximum  likelihood  estimate  of  the  probability  distribution 
function  has  been  obtained,  it  is  easy  to  determine  the  energy  density 
required  for  a  given  probability  of  damage.  For  a  50%  probability  of 
damage,  the  energy  level  required  is  equal  to  y. 


UNCLASSIFIED 

17 


Strictly,  the  probit  refers  only  to  the  normal  distribution. 
However,  it  is  instructive  to  perform  a  similar  analysis  for  a  general 
distribution.  In  particular,  the  APL  program  we  elaborated  can  also 
perform  the  analysis  for  a  uniform  distribution. 

4.0  RESULTS  AND  DISCUSSION 

With  an  APL  program,  we  scaled  and  sorted  the  raw  data  into 
two  histograms,  one  of  the  total  number  of  laser  shots,  the  other  for 
those  shots  causing  damage  as  a  function  of  joulemeter  voltage.  Fol¬ 
lowing  the  probit  analysis,  the  data  was  displayed  graphically,  as 
shown  in  Figs.  4  to  8,  for  fused  silica,  soda-lime  glass,  polycarbonate, 
acrylic  and  polystyrene  plastics  respectively.  In  each  of  those 
figures  the  upper  left  graph  is  the  histogram  of  all  laser  shots 
plotted  as  a  function  of  the  joulemeter  signal  voltage  proportional 
to  the  energy  density  of  the  beam  at  the  target.  The  lower  left  graph 
is  the  histogram  of  those  shots  which  damaged  the  surface.  The  upper 
right  graph  shows  the  probability  of  causing  damage  as  a  function  of 
the  joulemeter  voltage.  The  crosses  represent  the  relative  frequencies 
of  damage  obtained  by  dividing  the  histogram  of  damaging  shots  by  that 
of  the  total  number  of  laser  shots.  The  curve  is  the  maximum  like¬ 
lihood  estimate  of  a  normal  probability  density  distribution.  The 
lower  right  graph  is  a  probit  plot  of  the  same  data.  The  dashed  lines 
represent  the  95%  confidence  limits  based  on  Student's  t  distribution. 

We  define  the  damage  thresholds  as  the  energy  density  levels 
at  which  the  probability  of  damage  is  50%.  Table  I  gives  the  values 
obtained  for  the  thresholds,  and  the  standard  deviation  of  the  proba¬ 
bility  distribution  function. 
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of  the  probability  distribution  function. 
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FIGURE  9  -  Analysis  of  the  experimental  results  for  acrylic  plastic 

assuming  a  uniform  density  for  the  probability  density 

function.  A  full  explanation  of  the  graphs  appears  with 

Fig.  4.  The  estimated  energy  density  for  a  50%  probability 

of  damage  occurs  at  0.304  ±  0.002  V,  corresponding  to  an 

2 

energy  density  of  2.3  J/cm  .  This  result  differs  insignif¬ 
icantly  from  that  obtained  using  a  normal  distribution 
function . 
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I'igure  9  illustrates  the  results  of  the  soda-lime  glass  analysis 
when  a  uniform  probability  distribution  is  used.  The  results  for  a 
and  u  only  slighty  differ  from  those  of  the  normal  distribution  in 
Fig.  5.  There  is  no  significant  difference  between  the  two  distribu¬ 
tions  for  representing  the  experimental  data.  This  holds  for  the  other 
materials  as  well. 

The  coefficient  of  variation,  (a/u),  is  an  estimate  of  the 
relative  dispersion  in  the  threshold  data.  As  shown  in  Table  I,  this 
coefficient  is  small  for  all  materials  tested.  The  finite  binwidths 
used  in  calculating  the  estimates  had  no  significant  effect  since 
Sheppard's  correction  was  negligible  and  recalculation  of  the  estimates 
of  0  showed  no  changes,  even  when  bins  several  times  larger  were  used. 

The  experiments  on  the  fused  silica,  polycarbonate,  and  poly¬ 
styrene  samples  yielded  the  largest  coefficients  of  variation.  Since 
it  meant  looking  for  surface  distortions  due  to  melting,  detecting 
damage  in  these  three  materials  was  difficult.  In  fact,  their  melting 
points  are  ill-defined  and  the  recorded  deflection  and  heat  resis¬ 
tance  temperatures  factors  for  plastics  vary  greatly  (Ref.  14) .  Some 
of  the  variations  in  the  reported  temperatures  can  be  attributed  to 
differences  between  manufacturing  processes  or  batches.  On  the  other 
hand,  silica  is  a  true  glass;  it  does  not  'melt',  but  because  of  a 
decreasing  viscosity,  it  becomes  softer  with  increasing  temperature. 

However,  the  cracks  in  the  glass  and  the  white  spots  in  the  PMMA 
samples  were  readily  seen  and  gave  a  clear  indication  of  the  damage 
occurence.  Therefore,  the  dispersions  observed  in  the  fused  silica, 
polycarbonate  and  polystyrene  seem  largely  due  to  the  damage  detecting 
method.  The  observations  in  PMMA  and  glass  likely  reflect  other 


causes . 
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The  damage  in  PMMA  consisted  of  many  voids,  ~10  urn  in  size, 
lying  in  the  surface  (Fig.  10).  There  is  little  evidence  of  ejected 
debris.  This,  and  the  strong  solvent-like  odor  exhaled  during  the 
experiments  suggest  that  damage  occured  when  the  plastic  decomposed 
into  volatile  substances  which  evaporated  under  the  laser  heating.  The 
narrow  dispersion  in  the  measured  damage  thresholds  indicates  that  this 
decomposition  occurs  at  a  well  defined  temperature. 

On  the  other  hand,  the  glass  failed  by  thermal  fracture,  as 
shown  in  Fig.  11.  It  is  possibly  because  the  surface  first  undergoes 
compressive  stress,  due  to  thermal  expansion  when  heated  by  the  laser 
beam,  then  partially  relaxes  as  a  viscous  flow  relieves  some  of  the 
stress,  at  high  temperatures,  when  the  viscosity  of  glass  drops  dra¬ 
matically  and  finally  contracts  on  cooling  to  produce  a  tensile  stress 
sufficient  to  cause  failure  by  fracture.  Temperature  increases  of 
~ 750°C  will  cause  that  type  of  failure  in  soda-lime  glass.  To 
induce  failure  in  fused  silica,  the  temperature  changes  must  exceed 
2000“C.  Such  temperatures  being  well  above  the  point  where  silica 
flows  easily,  damage  in  this  material  would  first  appear  as  surface 
distortion  due  to  melting. 

The  surface  of  glass  can  be  abraded  during  handling.  The  flaws 
thus  created  control  the  fracture  by  concentrating  stresses  and  causing 
failure  at  levels  much  lower  than  the  theoretically  predicted  loads 
calculated  from  the  forces  between  the  atoms  of  the  glass.  Therefore, 
the  distribution  of  these  flaws  is  expected  to  be  reflected  in  the 
distribution  of  failure  thresholds  for  laser  damaging  of  glass. 

Fisher  and  Hollomon  (Ref.  15)  investigated  the  theoretical  distribution 
of  stress  failure  in  glass  for  simple  and  hydrostatic  tensions  as  well 
as  unidirectional  tension  with  equal  bidirectional  compression.  They 
assumed  an  exponential  distribution  of  flaw  sizes  and  used  the  Griffith 
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FIGURE  10  -  Scanning  electron  micrograph  of  a  sample  of  PMMA  damaged 

■) 

by  a  34-us  CO2  laser  pulse  at  8.3  ,J/cm“.  Damage  consists 
of  many  voids  caused  by  the  evaporation  of  the  monomer 
produced  when  the  material  is  depolymeri zed  by  heating. 


I 
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FIGURE  11  -  Micrograph  of  the  surface  of  a  sample  of  soda-lime  glass 

damaged  by  a  34 -us  CO2  laser  pulse  at  2.8  J/cm-.  Fracture 
lines  due  to  thermal  stress  are  evident.  An  above  thresh¬ 
old  irradiance  was  used  to  produce  a  large  number  of 
fractures.  Under  the  assumption  that  the  fractures  occur  at 

micro  cracks  in  the  surface,  a  minimum  density  of  15  000 
2 

cracks  per  cm  must  have  been  present  to  produce  the 
observed  results. 
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model  in  which  the  failure  strength  of  a  defect  is  inversely  propor¬ 
tional  to  the  square  root  of  its  length.  The  theory  may  be  extended 
to  include  the  stress  induced  by  laser  heating  of  the  surface.  In  this 
case,  there  is  tensile  stress  in  two  directions  parallel  to  the  surface 
but  no  stress  perpendicular  to  it.  Qualitatively,  the  results  are 
similar  to  those  obtained  in  Ref.  15  for  the  other  stress  fields. 

Figure  12  illustrates  the  frequency  distributions  for  fracture  stresses 
in  laser-heated  glass  samples  as  a  function  of  the  number  of  crack 
flaws.  There  is  a  marked  decrease  in  the  mode  and  mean  of  the  dis¬ 
tribution  as  the  number  of  cracks  increases.  More  explicitly,  the 
most  probable  failure-causing  stress  (the  stress  for  which  there  is  a 
50%  probability  of  failure)  drops  as  more  defects  are  included  within 
the  laser  heated  region.  The  dispersion  of  the  fracture  values  also 
decreases  as  the  number  of  cracks  increases.  As  Fig.  11  shows,  the 

distance  between  fractures  is  60  to  80  urn,  indicating  a  crack  density 

2 

of  at  least  15  000  to  30  000  per  cm  .  For  the  12-xl2-mm  spot  sice 
of  these  experiments,  this  corresponds  to  20  000  to  36  000  defects. 

The  coefficient  of  variation  for  a  distribution  with  this  number  of 
cracks  ranges  from  0.061  to  0.065.  This  is  approximately  50%  higher 
than  the  coefficient  of  variation  we  observed  during  our  experiments 
and  it  requires  a  crack  density  of~3xl0^  per  cm^ .  Since  the  distri¬ 
bution  of  flaws  is  not  the  only  factor  accounting  for  the  observed 
variation,  it  appears  that  even  more  defects  are  required  to  explain 
the  results  with  this  simple  model. 

From  measurements  of  the  fracture  strength  of  glass,  Fisher  and 

2 

Hollomon  (Ref.  15)  estimated  a  flaw  density  of~l  000  per  cm  of 
surface  area.  The  dispersion  observed  in  the  threshold  experiment 
thus  requires  a  density  of  flaws  much  greater  than  expected,  even 
when  the  15%  to  20%  standard  deviation  of  the  coefficient  of  variations 
is  considered.  During  the  glass  heating  phase,  the  compressional 
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FIGURE  12  -  Frequency  distributions  of  fracture  stresses  for  glass 

samples  containing  1  to  10^  cracks.  The  normalized  curves 
represent  the  probability  distribution  functions  for 
failure  as  a  function  of  uniform  tensile  stress  parallel 
to  the  surface  of  the  sample.  As  the  number  of  cracks 
present  increases  the  most  probable  and  mean  failure 
stresses  decrease  and  the  dispersion  also  diminishes. 
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stresses  produce  shear  stresses  in  any  cross  section  that  is  not 
parallel  to  the  surface.  These  stresses  may  exceed  the  dynamic  shear 
strength  of  the  glass  and  produce  many  small  cracks  or  enlarge  those 
already  present,  so  that  the  distribution  of  flaws  is  significantly 
altered  by  the  time  the  tensile  stress  develops.  It  is  also  possible 
that  our  glass  samples  initially  had  more  relatively  large  crack  flaws 
since  they  were  not  protected  against  abrasions  during  handling. 

Determining  the  irradiance  level  from  the  total  beam  energy 
and  the  beam  profile  is  the  main  source  of  error.  The  absolute  cali¬ 
bration  of  the  joulemeter  is  known  to  within  ~5%  and  variations  in 
the  height  of  the  beam  profile  are~10%.  Uncertainties  in  the  latter 
could  be  reduced  considerably  by  space  filtering  the  beam  and  by 
accurately  measuring  its  profile  with  a  pyroelectric  vidicon  camera. 
These  refinements  will  be  incorporated  for  future  measurements.  We 
estimate  that  the  overall  accuracy  of  the  threshold  levels  obtained 
with  the  current  arrangement  is  15%  -  20%,  when  the  accuracy  of  the 
measuring  and  recording  instruments  and  the  calibration  of  the  energy 
monitoring  technique  are  included. 

5.0  CONCLUSION 

We  described  an  apparatus  and  a  method  for  measuring  the 
magnitude  and  the  statistical  distribution  of  the  laser  irradiations 
required  to  damage  various  glass  and  plastic  surfaces.  We  determined 
threshold  levels  for  a  50%  probability  of  damage  by ~34  us  TEA-CO^  laser 
pulses  for  fused  silica,  common  window  glass,  clear  acrylic,  polycar¬ 
bonate,  and  polystyrene  sheet  plastics.  Significant  statistics  were 
observed  for  all  materials,  except  for  the  acrylic  plastic  whose 
dispersion  was  at  the  limit  of  the  experimental  technique.  The 
mechanism  of  laser  induced  damage  varies  for  the  different  materials. 

The  fused  silica,  polycarbonate,  and  polystyrene  specimens  failed  by 
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Surface  melting,  and  have  relatively  large  dispersions,  showing  that 
their  melting  points  are  not  well  defined.  The  acrylic  plastic 
decomposed  at  a  well  defined  level  and  soda-lime  glass  failed  by 
thermal  fracture  over  a  narrow  but  finite  range.  The  number  of  surface 
flaws  required  to  explain  the  narrow  dispersion  of  threshold  irradiation 
levels  measured  in  soda-lime  glass  is  larger  than  expected  from  glass 
strength  measurements. 
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APPENDIX  A 

Maximum  Likelihood  Estimation  by  the  Probit  Method 


Under  the  assumption  that  eq.  1  represents  the  probability 
distribution  function  (p.d.f.)  of  the  damage  producing  energy  densities, 
the  probability  of  damage  occuring  at  an  energy  density,  E,  is  given  by 
eq.  3  for  the  normal  distribution  or  by 


0 

(Y-5+\/T)/2v/~3 

1 


if  y  <  5  ->/T 
if  ly-Sj  <v/~3 

if  y  >  5  +>/T 


for  the  uniform  distribution. 


In  a  batch  of  n  samples,  irradiated  at  a  level  E,  independently 
of  one  another,  the  probability  of  r  being  damaged  is 

P(r)  =  [n!/r!(n  -  r)!]  P  ^[1  -  ^  [Al] 

Consequently,  the  probability  of  a  particular  experiment  in  which  the 
number  of  damaged  sites  is  counted  for  a  variety  of  k  irradiation 
levels  to  occur  is 

P  =  n  -  r^)!]p/^[l  -  P^]”^  [A2] 

i=l 

The  maximum  likelihood  method  consists  in  determining  the  values  of  the 
parameters  of  P  which  maximize  P. 

The  regression  equation  used  in  the  probit  method  was  given  in 
eq.  4  as 

y  *  5  +  (x  -  w)/a  or 


y  =  a  +  6x 


[A3] 
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where  a  =  5  -  y/o  and  6  =  1/a. 


The  solution  to  this  equation  is  detailed  in  Appendix  II  of  Ref.  13 
and  is  found  by  solving  the  following  two  equations  for  a  and  b. 


where  a  is  the  maximum  likelihood  estimate  for  a, 
b  is  the  maximum  likelihood  estimate  for  3, 

-  h'  'Pi  - 
“i  ■ 

n.  =  number  of  sample  sites  tested  at  energy  density  level  E., 

X.  =  Joulemeter  signal  volts  corresponding  to  E . , 

'If  % 

p.  -  r./n.  where  r.  is  the  number  of  damaged  sites  at  level  E., 

'If  “If  'If  "If  'If 

Y.  =  the  probit  corresponding  to  x., 

“Zf  "If 

-1/2  2 

and  =  (2Tr)  exp [-(7^-5)  /2]  for  the  normal  distribution, 

i/2v/^  if  ly.  -  sl  <V~T' 

'  %  ' 

or  Z .  = 

% 

0  if  (y.  -  5 1  > V  3  for  the  uniform  distribution. 
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Since  the  summations  in  eq.  A4  are  functions  of  Y  and  hence 
also  of  a  and  b,  the  solution  to  eq.  A4  must  be  found  iteratively. 

The  procedure  is  to  start  with  reasonable  guesses  a\,  h\  to  a  and 
calculate  Y  from  eq.  A3,  perform  the  indicated  sums,  and  solve  eq.  A4 
for  new  estimates  a2  and  62*  process  is  repeated  with  Y  - 

and  continued  until  a  consistent  solution  is  obtained  within  the  desired 
accuracy.  This  procedure  is  performed  with  the  APL  program  VFIT  in 
which  the  criteria  used  to  test  for  convergence  to  a  solution  is 
[la.  1  -  a.  I/a.  +  \b .  .  -  b.  |/i>.]  <  10'°,  where  j  is  the  iteration 
number.  Once  a  and  b  are  found,  the  parameters  of  the  p.d.f.  are 
determined  from: 


m  =  (5  -  a)  lb 
o  =  l/b 


[AS] 


The  variances  of  the  parameters  appearing  in  the  computer  program  are 
calculated  as  follows. 

k 


Viy)  =  1/  x:  Vi 

i=l 

Via)  = 

Vim)  =  [Viy)  +  im  -  Y)^/S]lb^ 

Vih  =  vib)/b‘* 

Vio/m)  =  [Viy)  *  (?)^/5  J/bV 


The  fiducial  limits  to  Y  are  calculated  from  Y  ±  t  V  where  t  is 

the  Student's  t  deviate  for  the  95%  level  of  probability  used.  The 
fiducial  limits  for  x  corresponding  to  a  given  probit  Y  are  given  by 
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X  +  gix  -  x)/(l  ~  g)  ±  t[i\  -  g)Viy)  +  (x  -  x)  ^/S^]  (1  -  g) 

where  q  =  t^lb^S 

Table  A1  lists  and  describes  the  important  APL  variables  found 
in  the  program.  The  listing  appears  in  Table  A2 .  Table  A3  is  a  sample 
program  output  for  the  fused  silica  case  of  Fig.  4. 


IWCLASSIFIED 

33 


tabu;  m 


Variables  used  in  PFIT  program 


APL  Name 


Variable  Name 


Description 


PD 

RNX 

IFG 

LL 


P 

XX 

s 


A 

M 

y 

p 


u 

yy 


p. 

I 

X  . 


y 

F 


^  ?  7. 


p.d.f.  identifier  flat;  '.V  for  Normal, 

'U'  for  uniform 
matrix  of  <r.,  n.,  x.f 
convergence  flag  =  0  for  no  convergence 
=  1  for  convergence 

mask  for  empty  bins  or  bins  with  no  deaths  or  no 
survivors  (i.e.  no  sites  damaged  or  all  sites 
damaged  at  a  particular 

relative  frequency  for  signal  voltage  r. 

signal  voltage 

maximum  likelihood  estimate  of  a,  the 
standard  deviation  of  the  p.d.f, 
maximum  likelihood  estimate  of  u,  the 
mean  of  the  p.d.f. 

value  of  fitted  parameters  before  iteration  i 

value  of  fitted  parameters  after  iteration  i 

estimated  probit 

estimated  probability 

p.d.f.  2^  =  exp.  [-(/.  -  5)-/2] 

for  the  norma]  distribution  or 


=  MlyTT  if 


5l<vAT~ 


otherwise  for  the  uniform  distribution 


weight  factor  where  w.  -  Z?/P.(l 

matrix  of  sums  in  eq.  M  - 

r  k  k  k 

T  n  .w . 

.  ,  l  V 
t  =  l 


L  n  .w  .X. 
.  ,  t  t  1 
t=l 


Z  n  .w  .TJ  . 

.  ,  i 
^  =  \ 


Z  n  .u  .X. 

.  ,  i  t  i 

t  =  l 


k 

Z  n  .w  .x^. 
i  %  i 

t=l 


Z  n  .w  .X  .y  , 
.  ,  7  l  7X1 A 
%=  1 
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APL  Name 

Variable  Name 

Description 

k  k 

XB 

* 

iZr,.W.x.)/tn.u,. 
t=l  1=1 

k  k 

XB 

y 

(I  n.w.y  .)/Z  n.w . 

.  ,  1  .  .  1  1 

1=1  1=1 

k 

SXX 

Sxx 

Z  n.w.  ix.  -  x) ^ 

.  .  z  z  z 

1=1 

k 

SXY 

Sxy 

k 

SXY 

syy 

^  -  y')'^ 

i=i  ^  ^  *- 

CHID 

- 

n.w.Op.  -  P.)^/2?  =  contribution  of  i^*' 

z  z  ^  z  z’  1 

point  to  chi  square  parameter. 

CHI 

chi  square  parameter  = 

1=1 

HET 

xVv 

heterogeneity  factor 

m 

V 

number  of  degrees  of  freedom;  v=?c-2 

HETF 

- 

max.(l,  HET)  heterogeneity  factor  myltiplying 

variances 

VM 

/(ml 

variance  of  m 

VY 

variance  of  Y 
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Description 

variance  of  o  =  a'^V(.b) 
k 

variance  of  a  =  l/r  n.w. 

..  V  V 
t=l 

variance  of  i  =  IfSxx 


parameter  in  Student's  t  distribution  (includes 
heterogeneity  factor)  for  calculating  confidence 
limits 


g  =  t^/b^Sxx 


1/2 

{t/b{\-g')'\[{\-g)/'lw^  +  {x-x)^/Sxx\  terms 
used  in  fiducial  limits  of  m 


X  *  g(x~x)/ (l-g) 
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TABLE  A2 
Program  Listings 


[1 J 
L  ^  J 

[3  j 
L  ‘U 


V^-’Z.  rrJX  ;  i  L  ;  iZI  ;  5 ;  V' ;  ;  y  y  ;  V ;  0  ;  / ;  If '7  ;  HE7 \XBx'{B-,CHID-,V 

«);i  /  A  ,  L  1  J  V  ,  [  .  b  J  A 

.,o.;=’v'  ijtr-iAL  EiSTiiiBUTiO'i ,  'y*  for  U'IIfor-ji  dietr 

L  ‘S'1,’10  J  .  ' 

I  F  r  *■  0 

n7//.,ir  All, 7  4'i'  i.visr  ■ivs'  of.-iry.  e:/d  ^ith  at  least  due 

EIJ  i  VlVOh' 


[5j  eapty  bi-js 

[  o  J  1 1  J  * .  1  V  A  [  1  ;  ] 

[7J  1  OihJX 

m  y*LL/? 

L 'j  J  A  A  «-1 1/ /{  7a  [  J  ;  J 

C  1 0  J 

[llj  nESTr-SATh  STARTIRO  PARAV.ETEnS 

[12]  fl 

[lij  >  .  b*  1  - /aXC  1 ,  p.<  A  ] 

[14j  97  5x  +  /Aa[  1 ,  pAa  ] 

[IbJ  i  -  -t  i  S ),  i  S 

[loj  .51:  4*,;. -I 
C  17  J  1[  1  j  +  4[  2  JxA'A 
[  lb  j  .b'U  '  vy  •  )/..9:v'  ,9J 

[ibj  i* '  PA';,i4yii  iiy  vys’i’  be  o  or  u.  re  type.' 

[20]  PU*- ] 

[21]  -»90 

[22]  SilP^PROBRiY-S) 

[23]  A(°^0)x(  (  )2)*  .5)x*".5*(r-b)*2 

[2  4]  -►.92 

[25]  .'5.5:.°<-(y+  5  +  3*.5)J2xO*,5 

[25]  nlf';-l 

[27]  p*-pxp>3 

[23]  P*{-^*P<1)+P>1 

[23]  (  .  b  J  *  .  5  }  X  (  3  *  .  5  )  >  I  y-  5 

[30]  92  :  V-(  (II/;t.VA[  2  ;  ]  )  x^x^x  (  (  p<eu  )  J  .”)  x  (  (  p*l  )  i  1 -p)  )  *  .  b 
[51]  <tl  =  0  SET  TO  TO  )V0ID  iO.  •/EIO’LT,  V,  74,9  FACTOR 

TO  AARE  S'J-:.-:[01  CORRECT  LATER. 


u  52  j 

y/^y+( 

P~P) 

V  ]  +  9 

=  '.) 

[  5  3  J 

A  '^A4-  .  X 

N  ( .  '•*- 

5  j  v’xA A ) ,  [  1  ]A* yy 

i.  3  '4  ] 

-► 

(  Ll'0  = 

1 )  /  9 

4 

L  3  5  J 

i 

l-.A-C 

;  3  ]]?iA  [  ;  1 

2] 

[bo] 

-► 

(  TuL<+  /  1  ” 

1  +  V4 

iA)/Cl 

[37  J 

F  ?  *■  1 

b  .3  3  J 

-► 

'll 

[53] 

L  '4  5  J 

n 

.... 

R  E 

COLT 

.'2 
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l41  J 

A 

[4  2  J 

‘-74:  j-,V.![l  ])  r.»-U2] 

[43] 

7-^ ,'v  1  [  2  J 

:  -4  4  J 

AO-Xl  1  ;  2  J  r;^[  1 ;  Ij 

[45] 

y84-A[l;3]:-A[l;r] 

[  4u  J 

Saa-^A'[2;  2]-a6xA'[2;1  J 

[47  ] 

7A  A [  2  ;  3  J  -  AA  X  A [  1 ;  3  ] 

u4  =  J 

?/y-{  ■^/5yyx5yy■^yyxv)-yo■xA•■L  i  ;3] 

[  4i  J 

r  V  I^+/C  7  L  V^C  7  fx  r7  f Vx  (  p-  P)i  J. 

L  3  ^  .1 

7'::'4-77i' J  ij*-  2-t-pAA 

[  bl  J 

7'w’0'-ir  H'rir 

[32] 

/  •;--5x5x  (  :-A[  1 ;  1  ]  )  +  (  (  '7-AB)*'2  )  i.SA'A 

u  b  3  ] 

y*  /  7  Tf  X  (  i  A  [  1 ;  1  J  )  •►  (  ( A  A-  A  « )  *  2  )  i  5AA 

[54] 

y5'x-(S*4)  :-5AA 

[55] 

(  vA[  1 ;  1  ]  )■^AoxASf  5AA)x(  s:-  ■•;)*4 

[55] 

VA-rkl2i2liXLlill 

CbV  J 

V8* iSXX 

[  5  0  J 

IETF*  .  5  )  x(  (;VJa4  )xl  .9G  +  2 . 39  2  >.77-  1  . 
4, '3  X  77=  2  )  4  12. 7  lx  77=1 

03  2  )  +  (  3  .  18  x,-,  9=  0  )  4  ( 

[5aj 

^•►2’x  I’x  ,9x5 }  5AA 

[50] 

..iZ/x-K-.'-.^'xSx.SfAL  1  ;1  J 

r  * 

O 

V9-*-(  ■■!-9xA9)  >1-6' 

[52  J 

'l'jl’;//79.979/;6(  .50)  =  ■'i ,  f  1 U  .  5  ,  "i  (■[,F6.5 
*  .  5 ) 

.■•l):’;’a(V;(7P?Px'/.,') 

[  5  3  J 

-(  ••/6S0)/  71 

[54] 

i’>l-6)  x-,'iJ*.  5 

L  O  5  J 

-(6<1  )//72 

[66] 

-*(  ■!<K8)/!J3 

[57] 

Fivuci/^i  LI  nr  (.as);  v  >  '*1, 

F6 . 5  '  <a77+ 

[GO] 

-*■/('  4 

[69] 

71: '76  FIDUCIAL  LI -'ITS  AT  KKICT  .95  Z. 

77/ -TI  ' 

[70] 

7  4 

[71] 

,V2:'  'i.a5  FIDUCIAL  LI  UTS  :  ;-'’7  .  5  .  [;■*•/ 

-'I.Pe.S.'j  (>’;.P7.5 

<  1,  P7 . 5,T)!')'u(  A.b'- A6;  ■29■^  AO) 

[72] 

"►.V 

[73] 

.73  :  "'.VPP.Pft  LI'/n’  (.95):  V  <  ■^..’^a.S’a 

un  -  ■:d 

[74] 

■v>,n ■riVAiiiAucE  OF  r'ic  -'.eau  -  i.pyo.iD' 

u'/.Ax,797'P 

[73] 

'  •}\STA‘1DA:ID  DCVIATIOi  =  I.PIO.S,''’  (i'l. 
X  ’/  9 )  *  .  5  ) 

P8.G, ’;)'1'  1(7;  (796? 

L  7  u  J 

''i.i/lPIO  9/7  =  ■'l,.^5.4.!’j  (i*!,P6.4,'!i):'i'a 
) 

•[677  9y(il,/2,;’j)  =  'i.P3.3’.t(7y;6/r) 

( 9  >  V ;  (  7  9  y  P  X  ■/  9  )  *  .  5 

ini 

[78] 

":IE?D:P)';kuEI7I  FAC  [OR  {APFLICD  IFF 

>■1)  =  1,P5.3'.«7.7;’ 

[7-j  J 

'PARA  -lE'IHtO' 

[  iS  0  J 

'  'j  •!  =  ’l,Pi0.5,»;  9  =  I.PlO.G'  tl 

2,1  LA 
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[  B  1  J 

'  I'l  P  A  =  ,1 ,  P 1 0 . 6  .  :’j 

= 

1 ,  P 1 1  .  b  •  a  1  2  p  (  /  /;  y-  7  -.TP*  .  5  )  X  / 

/I .  V  b 

[82] 

'!'i<A>  =  ll.PlO.b,''] 

<y> 

:!!.P10.5'u(/:fa;V’.9) 

[83] 

'I'i  9V  =  ’i.PlO.o.i'l 

1/50 

= 

I'J .  P 1 2 . 1  0  ’  « (  A  [  1 ;  1  ]  ;  :•  A  [  1 ;  1  ] ) 

[  84  ] 

’I'j  /;a  =  ■'j.Pio.s.:’! 

5Y 

= 

5.Plu.S’oil  2pA[l;2  3] 

[35] 

’,■'1.9  A  2  =  il.PlO.e.j'J 

OX.Y 

= 

’l.PlO.S'ul  2pA[2;2  3] 

[bo] 

'i'l.SX'A  =  '1,P10.6,i’l; 

SXY 

r 

'l.PlO.o.i'J;  SYY  ='.'’i,P10.6’.t(.9 

XX; BXYiSYY) 

[87]  *  • 

[83]  •  ’uXPT"l' 

[39]  ’  a:  ,V  if  P  PROBIT  /  'i/V  Yf  'i 

•o’i  J^Y  aC.VI' 

[90]  ” 

[91]  •  Pb  .  3 , 214  ,  Pb  .  2  ,  P7 . 2 , 2P3 . 3  ,  PS  .  2 . 2P9 . 3  .  F6 . 3  '  u  (  /a  ;  a  /  if VlfC 

2  ;  liLL/a.ni  1 ;  ]  ;P;PPP  PROBIT  P;  /;  *'x  V ;  y/ ;  ;  •'x  y ;  Ci/ 

ID) 


7Prf';3'V[[J]7 
VJ.->-PROB!J  Xi'dlT 

[IJ  n!r.'li<:'<7£-4rPS  ROR-IAL  DISThlBUTIOri  PROBABILITY  FU.'lCTIOfJ 

[2]  (pA')  ,5)p.  31933153  '.  353553782  1.731477937  '1.821255 
'J  7  a  1.330274429 

[3]  W-^(Wx(if<0)  )  +  (A20)xl-a-^(  (02)*~.5)x(+/4x(ti+.  2316419x  I  jf) 
o.*i5)x*-AxAf2 

7 

VP/f0  9/P[.j]V 
YZ*-PDF  PROBIT  X 
:  1  ]  ■*{  P;JP=  '  7(77  '  )  /.51  ,  S’2  .  -93 

L2]  SliZ^-PROBIT'l  X 
[  3  ]  ^0 

[4]  S2'.Z*PliOBlTU  X 

[5]  -0 

[o]  52 -.  Z*  probity  X 

[  7  J  -0 
7 


VP/f.'7,7r?.VC'J]V 
'iY*-PnOBITR  P;2';R 

[1]  <,-1  (P>.p)-P 

[2]  y-^(  ~2  X*  ^  .  9 

[3]  y-2’-(  2. 515  5  17+-rx  .  302353  +  yx  .  010328  )t(  l  +  ',"xl  .  432788  +  i’x  .  13 
92+.001303xr) 

[4]  ,  y+b+yx(“i)*p<.b 

/ 
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[1]  y-(Px2x3*.b)  +  :i-3*.5 

V 


TABLE  A3 

Sample  Output 


FUSED  SILICA  VO'V  23  AP.RIl  1930 


TUFESHOLDi  .S>0)  =  .  11978  (.00039) 

.95  FIDUCIAL  LI‘>IIT$  :  .  1 1  97 5*/- .  00229  { 

VAFIASCE  OF  THE  ’<IEAN  =  .•■-00  0  07  99097  5  8  3 

STAUDAHO  DEVIATIO:/  =  .00917  (  .001912) 

RATIO  S/'-l  -  .0760  (  .0160) 

C'tl  <  9)  =  2.4  89 

HETEROGEUEITI  FACTOR  (APFLIED  IFF  >1)  = 


PARA 

‘■tETERS 

A  ■ 

s  -8.057728 

R 

: 

109.014407 

yA 

s  .014392 

VB 

r 

516.321202 

<X> 

=  .119890 

<y> 

s 

5.012060 

5^ 

=  105.371089 

1/5*' 

r 

.0094902692 

SX 

=  12.632989 

51 

s 

528.126243 

SX2 

*  1.516512 

SX.I 

= 

03.528439 

SXX 

=  .001937; 

SXY 

s 

.211137;  Sir 

11745  <  V 


277 


25.506211 


.1'7204) 


EXFT'L 


X 

7 

R 

P 

PROSIT 

Y 

Vl.’ 

YX 

NVY 

A*' 

111 

7 

1 

.14 

3.93 

4.070 

3.232 

3.94 

.300 

13.157 

.054 

114 

25 

7 

.28 

4.42 

4.3  97 

13.929 

4.42 

1.591 

61.250 

.006 

116 

19 

7 

.  07 

4 .60 

4 . 551 

11.273 

4.67 

1.305 

51.411 

.125 

117 

16 

5 

.  '  1 

4.51 

4.7  24 

9.908 

4 .52 

1.162 

45.805 

.418 

119 

16 

3 

.  50 

5.00 

4.888 

10.139 

5.00 

1 .204 

49.558 

.129 

120 

2  1 

10 

.48 

4.94 

5.051 

13.356 

4.94 

1.605 

67.466 

.165 

122 

22 

13 

.  59 

5.23 

5.215 

13.773 

5.23 

1.677 

71.821 

.003 

123 

10 

7 

.70 

5.52 

5.378 

5.042 

5.52 

.745 

32.498 

.121 

125 

20 

1  5 

.75 

5.67 

5 .542 

11.435 

5.67 

1.426 

63.359 

.186 

126 

15 

12 

.  80 

5.8  4 

5.705 

7.952 

5.83 

1 .004 

45.366 

.133 

128 

9 

6 

.67 

5.43 

5.869 

4.332 

5.35 

.553 

25.424 

1.149 

SIl  IC‘.  102  ZC: 

A 


V/IIV2 

ERTER  THE  P.D.F.  CHOSEU:  7 

ENTER  FILE  NAME:  51(1^^.10280 

FILE  LIHITS  ARE  1  3 

HHICH  RECORD  DO  lOU  VAUT?  1 

HUAHER  OF  SIRS  TO  RE  SROUPEO  TOCETHER  =  3 


HI 


CRDV  R-4197/81  (NON  CUSSIFIE)  I  CRDV  R-4197/81  (NON  CLASSIFIE) 


S  s 

W  *>4  W 

4>  *-> 

>  O. 

4) 

“V  O  Vi 

3 

•o  Vt  tm 

so 

C  <A  QC 

o  e  Qc 

-03 


«  k  o 
3  Z 


M  Oi  ^ 

S  3 

3  »  irt 

V  C  so 
.w  •««  »• 


J  I  ^ 

■c  ^  5 

*■*  e 


w  z 


41  O  Vt 

3  3  e 

O'  O'  o 

•M  >.4 
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